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To: Fils 


Subject: SI and H Experimentation and Research, 2 flarch 1954 
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0n,2 March 1954,. 31 and II experimentation a nd res earch \;g£ 
carried out in Building 13, Room 20 bj 

and using the following subjects: ! and 



Routine tests were carried out. Nothing unusual was tried 
with results not particularly satisfactory. 




